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3142 cust_id 
164270 insp__id 
8012 site_id 


WILLIAM WOODCOCK 
WOODCOCK'S PERFORMING 
ELEPHANT 

1614 33RD ST., SE 
RUSKIN, FL 33570 


Customer ID: 3142 
Certificate: 58-C-01 94 

Site: TRA 

WOODCOCK'S PERFORMING 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-08-2003 


INVENTORY - 1 AFRICAN ELEPHANT. 1 ASIAN ELEPHANT. 8 TIGERS. 

NO NON-COMPLIANT ITEMS NOTED. 

NOTE; THIS FACILIPi' WAS IN TRAVEL STATUS AT TED RHODES PARK IN NASHVILLE. TN. THE INSPECTION WAS IN 
RESPONSE TO A COMPLAINT. THE COMPLAINT ALLEGED POOR VETERINARY CARE OF THE ASIAN ELEPHANT FEMALE 
ANNA MAY. STATING THAT THE FEETAND NAILS WERE DISEASED AND POORLY CARED FOR. ADMITTEDLY. THE NAILS 
ARE GROOVED AND THE ELEPHANT WALKS SLOWLY. SINCE THE ANIMAL IS IN ADVANCED AGE. I FELT THAT THE 
NAILS AND THE GAIT WERE NOT ABNORMAL. 





